Rate 

Per KwH 


Eversource Summer Rate 

$0.10759 


Arlington Community Choice Aggregation Program 

Cost Difference Per KwH 

Arlington Local Green 

$0.10756 

$0.00003 

Arlington Basic 

$0.10631 

$0.00128 

Arlington Premium 50% Local Green 

$0.11881 

($0.01122) 

Arlington Premium 100% Local Green 

$0.13131 

($0.02372) 


*Based on 2013 Average Household Usage [638 kwh) in Massachusetts - EIA 


Impact on Avg Monthly Electric Bill* 


$0.02 

$0.82 

($7.16) 

($15.13) 


